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Annual Editorial Index 


A compilation by subject matter of more than 100 editorial features 


and commentaries published by Area Development Magazine in 1973 


Case Histories 

How Becton, Dickinson Achieved Four Major Objec- 
tives for Its New Research Center . . . Dec. 

Your Facility Can “Float in the Air” (General Tele- 
phone & Electronics Corp.) . . . Dec. 

Burroughs Corp’s Total Approach: Facility Preplan- 
ning, Regional Prescreening & Environmental Con- 
cern ... . Dec. 

How General! Electric Co. Analyzes a New Plant Loca- 
tion (questionnaires, check lists) . . . Nov. 

International Nickel Co.’s Key to Facility Planning .. . 
Nov. 

Pride of Workmanship Program Spurs Expansion 
(Chevrolet Motor Div. of General Motors Corp.) 
.. » Nov. 

Sikes Corp. Puts Emphasis on Continuity in Planning 
... Nov. 

How Samsonite Corp. Established Its Twin-Plant Op- 
eration . . . Oct. 

Lack of Technical Workers Is No Obstacle To Picking 
Farm Area (Federal Die Casting Ltd.) . . . Oct. 
Paint Plant Merits Community Welcome (PPG Indus- 

tries, Inc.) . . . Sept. 


_ Company’s Name Dictates Selection of Site (D. L. 


Blair Corp.) . . . Sept. 

NMB (America) Inc. Compounds Six Ingredients for 
Growth . . . Aug. 

Three-Dimensional Models Ease Equipment Placement 
(NMB-America Inc.) ... Aug. 

Celanese Chemicai Co. Plant Is So Impressive, Passing 
Motorists Are Awed . .. Aug. 
Why Fellows Corp. Stayed in Town .. . Aug. 
MacMillan Bloedel Expands Conservation & Envi- 
ronment Control Projects in Canada. . . Aug. 
Hyland Laboratories Dares To Be Different . . . July 
Swiss Machine Factory Is an Aesthetic Asset (Herber- 
lein & Co.) ... July 

An Industrialist Finds Happiness “Back on the Farm” 
(Star Plastics) . . . July 

Olinkraft Builds Plant with Its Own Products. . . July 

This Industrialist Likes Restrictions (Carpenter Shoe 
Co.) ... July 

Huge Plant Calls for Huge Planning (Union Carbide 
Corp.) .. . June 

How To Make Your Plant a “Conversation Piece” 
(Motorola, Inc.) . . . June 

What Decision Makers at Seven Leading Corporations 
Say about Site Selection & Facility Planning (PPG 
Industries Inc., American Can Co., Western Elec- 
tric Co., Ford Motor Co., Armco Steel Corp., East- 
man Kodak Co., General Electic Co.) .. . May 

Tupperware World Headquarters Personalizes Corpo- 
rate Image . . . May 


JANUARY 1974 


Philip Morris Inc.’s New Complex Is Only Half Built, 
Yet Already Imposing . . . May 

Expansion Is Continual for Levi Strauss In Amarillo. 
Tex... . May 

Preplanning Pays Off in Singer Co. Expansion .. . 

| April 

Weyerhaeuser Co. To Invest $28 million in 1973 Re- 
forestation Program . . . April 

Diversification Decides the Site (Low & Bonar Group 
of Flotex Ltd.) . . . April 

When You Build a Facility, You Create Economic 
Waves (General Electric Co.) . . . March 

Digital Equipment Corp. Prefers To “Let George 
Do It” . . . March 

Blend the New with the Old When Expanding Your 
Facilities (Stile-Craft Manufacturers Inc.) .. . 
March 

New Plant Locations Follow the Milky Way (L. E. 
Pritchitt & Co. Ltd.) .. . March 

How IBM Is Establishing New Office Facilities in a 
City’s Inner Core . . . March 

Look at What Metal Building Systems Can Do for You 
ooo FED. 

An Industrial Giant Visits a Small Town (General 
Motors Corp.) . . . Feb. 

How Springs Mills, Inc. Expands to Indonesia . . . Feb. 

Oil Firm & Paper Mill Solve Waste Problem (Gulf Oil 
Canada & Weyerhaeuser Co.) . . . Feb. 

Litton ABS Emphasizes Preplanning Before Building 
Begins .. . Feb. 

A Facility Is a “Tool” for Creating Products (Chrysler 
Corp.) ... Jan. 

Chrysler Corp. Designs Plant To Meet Specific Needs 
oie «Oe 


Community Relations 

The Local Newspaper Can Be a Great Help in Facility 
Location . . . Dec. 

Don’t Be Duped by “Leaks” in Your Facility Decisions 
(Editorial) . . . Dec. 

How General Electric Co. Analyzes a New Plant Loca- 
tion (questionnaires, check lists) . . . Nov. 

International Nickel Co.’s Key to Facility Planning. . . 
Nov. 

Paint Plant Merits Community Welcome (PPG Indus- 
tries, Inc.) . . . Sept. 

Company’s Name Dictates Selection of Site (D. L. 
Blair Corp.) . . . Sept. 

Let the Public Know How Much It Benefits from Your 
New Plant (Editorial) . . . Sept. 

Swiss Machine Factory Is An Aesthetic Asset (Heber- 
lein & Co.) . . . July 

Morality Belongs in Facility Planning, Too (Editorial) 
.«. July 

continued 


99 





Annual Editorial Index 


Community Relations continued 

Is Emotionalism Needed To Educate the Public on 
Industrial Growth? (AIDC Viewpoint) . . . July 

How To Make Your Plant a “Conversation Piece” 
(Motorola, Inc.) . . . June 

What Decision Makers at Seven Leading Corporations 
Say about Site Selection & Facility Planning (PPG 
Industries Inc., American Can Co., Western Elec- 
tric Co., Ford Motor Co., Armco Steel Corp., East- 
man Kodak Co., General Electric Co.) . . . May 

Know Your Enemy—Fire! How To Prevent It or Stop 
It (second of two-part feature) .. . May 

Tupperware World Headquarters Personalizes Corpo- 
rate Image . . . May 

The Case Against Zoning . . . May 

Know Your Enemy—Fire! What It Is & What It Can 
Do (first of two-part feature) . . . April 

Public Fire Protection Facilities Should Not Be Taken 
for Granted (Editorial) ... April 

When You Build a Facility, You Create Economic 
Waves (General Electric Co.) . .. March 

Personal Involvement Is Good Business (Editorial) 
. . - March 

An Industrial Giant Visits a Small Town (General 
Motors Corp.) . . . Feb. 

We Must Consider Both Natural & Socioeconomic En- 
vironments (AIDC Viewpoint) . . . Feb. 

Total Involvement Needed for Balanced Development 
(AIDC Viewpoint) . .. Jan. 


Construction & Desi 

How Becton, Dickinson Achieved Four Major Objec- 
tives for Its New Research Center . . . Dec. 

Your Facility Can “Float in the Air” (General Tele- 
phone & Electronics Corp.) ... Dec. 

Burroughs Corp’s Total Approach: Facility Preplan- 
ning, Regional Prescreening & Environmental Con- 
cern . .. Dec. 

Sikes Corp. Puts Emphasis on Continuity in Planning 
.. . Nov. 

Loading Docks Merit Careful Consideration . . . Sept. 

Three-Dimensional Models Ease Equipment Placement 
(NMB-America Inc.) .. . Aug. 

Celanese Chemical Co. Plant Is So Impressive, Passing 
Motorists Are Awed . .. Aug. 

Hyland Laboratories Dares To Be Different . . . July 

Olinkraft Builds Plant with Its Own Products . . . July 

Huge Plant Calls for Huge Planning (Union Carbide 
Corp.) . . . June 

How To Make Your Plant a “Conversation Piece” 
(Motorola, Inc.) .. . June 

What Decision Makers at Seven Leading Corporations 
Say about Site Selection & Facility Planning (PPG 
Industries Inc., American Can Co. Western Electric 
Co., Ford Motor Co., Armco Steel Corp., Eastman 
Kodak Co., General Electric Co.) . . . May 

Know Your Enemy—Fire! How To Prevent It or Stop 
It (second of two-part feature) ... May 

Philip Morris Inc.’s New Complex Is Only Half Built, 
Yet Already Imposing... May 

Expansion Is Continual for Levi Strauss in Amarillo, 


TAMA 


Tex. ... May 

Know Your Enemy—Fire! What It Is & What It Can 
Do (first of two-part feature) ... April 

What You Don’t Know About Fire Doors Can Destroy 
Your Plant . . . April 

Open Parking Structure Gets Dramatic Fire Test 
(American Iron & Steel Institute) . . . April 

Preplanning Pays Off in Singer Co. Expansion . . . 
April 

Digital Equipment Corp. Prefers To “Let George Do 
It”... March 

Blend the New with the Old When Expanding Your 
Facilities (Stile-Craft Manufacturers Inc.) .. . 
March 

How IBM Is Establishing New Office Facilities in a 
City’s Inner Core . . . March 

Look at What Metal Building Systems Can Do For 
You ... Feb. 

What To Do about Security at Your New Plant... 
Feb. 

Litton ABS Emphasizes Preplanning Before Building 
Begins . . . Feb. 

A Facility Is a “Tool” for Creating Products (Chrysler 
Corp.) ... Jan. 

Chrysler Corp. Designs Plant To Meet Specific Needs 

Steel Retaining Walls Can Convert Wasted Space into 
Valuable Usable Land .. . Jan. 

How Will a Computer Fit into Your New Facility? 
o os OR. 


Education & Training 

Develop Employee Action Rather Than Reaction . 
Dec. 

Pride of Workmanship Program Spurs Expansion 
(Chevrolet Motor Div. of General Motors Corp.) 
... Nov. 

The Big Challenge: Growth with Environmental Quali- 
ty (AIDC Viewpoint) . . . Nov. 

Create an Environment which Permits Workers “To 
Give a Damn” . . . Oct. 

“School” Approach Can Help Solve Rural Develop- 
ment Problems (AIDC Viewpoint) . . . Oct. 

Why Fellows Corp. Stayed in Town... Aug. 

An Industrialist Finds Happiness “Back on the 
Farm” (Star Plastics) . . . July 

Is Emotionalism Needed To Educate the Public on 
Industrial Growth? (AIDC Viewpoint) . . . July 

To Staff Your Plant, Emphasis Must Shift to Career 
Education . . . June 

You Should Support Technical Education (Editorial) 
... June 

A Future of Change Faces Facility Planners (AIDC 
Viewpoint) ... June 

Know Your Enemy—Fire! How To Prevent It or Stop 
It (second of two-part feature) ... May 

The AIDC Has Four Dimensions, Too (AIDC) ... 
May 

Economic Development & Facility Planning Are Inter- 
dependent (AIDC) ... May 

More Standardization Is Urgent (Editorial) .. . May 
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Education & Training continued 

Know Your Enemy—Fire! What It Is & What It Can 
Do (first of two-part feature) . . . April 

The 48th Annual AIDC Conference Beckons You 
(AIDC Viewpoint) ... April 

Administrative Changes Set for AIDC in June (AIDC 
Viewpoint) . . . March 

The Importance of Remembering Where You Read It 
(Editorial) . . . Jan. 

Total Involvement Needed for Balanced Development 
(AIDC Viewpoint) . . . Jan. 


Ener 
(See Natural Resources) 


Environment 

How Becton, Dickinson Achieved Four Major Objec- 
tives for Its New Research Center . . . Dec. 

Burroughs Corp.’s Total Approach: Facility Preplan- 
ning, Regional Prescreening & Environmental Con- 
cern... Dec. 

The Energy Crunch Calls for Action on the Local 
Level (AIDC Viewpoint) . . . Dec. 

International Nickel Co.’s Key to Facility Planning .. . 
Nov. 

The Big Challenge: Growth with Environmental Quali- 
ty (AIDC Viewpoint) . . . Nov. 

Create an Environment which Permits Workers “To 
Give a Damn” . . . Oct. 

Paint Plant Merits Community Welcome (PPG Indus- 
tries, Inc.) . . . Sept. 

Celanese Chemical Co. Plant Is So Impressive, Passing 
Motorists Are Awed . . . Aug. 

MacMillan Bloedel Expands Conservation & Environ- 
ment Control Projects in Canada. . . Aug. 

It’s High Time for Industry To Shout About the Good 
It Does (Editorial) .. . Aug. 

Swiss Machine Factory Is An Aesthetic Asset (Heber- 
lein & Co.) . . . July 

Olinkraft Builds Plant with Its Own Products. . . July 

Huge Plant Calls for Huge Planning (Union Carbide 
Corp.) . . . June 

How To Keep Profits from Floating Down the River by 
Liquid Recycling . . . June 

A Future of Change Faces Facility Planners (AIDC 
Viewpoint) ... June 

What Decision Makers at Seven Leading Corporations 
Say about Site Selection & Facility Planning (PPG 
Industries Inc., American Can Co., Western Elec- 
tric Co., Ford Motor Co., Armco Steel Corp., East- 
man Kodak Co., General Electric Co.) . . . May 

Tupperware World Headquarters Personalizes Corpo- 
rate Image . . . May 

Philip Morris Inc.’s New Complex Is Only Half Built, 
Yet Already Imposing . .. May 

More Standardization Is Urgent (Editorial) . . . May 

Weyerhaeuser Co. To Invest $28 million in 1973 Re- 
forestation Program . . . April 

Don’t Overlook Maintenance . . . April 

Job-Enrichment Needs Will Require Changes in Work 
Environments . . . March 


Oil Firm & Paper Mill Solve Waste Problem (Gulf Oil 
Canada & Weyerhaeuser Co.) .. . Feb. 

We Must Support All Efforts To Build More Power 
Plants Now (Editorial) .. . Feb. 

We Must Consider Both Natural & Socioeconomic En- 

* vironments (AIDC Viewpcint) . . . Feb. 

Steel Retaining Walls Can Convert Wasted Space into 

Valuable Usable Land .. . Jan. 


Financing, Insurance & Costs 

How Becton, Dickinson Achieved Four Major Objec- 
tives for Its New Research Center . . . Dec. 

How To Conserve Electric Energy & Reduce Costs... 
Nov. 

How Samsonite Corp. Established Its Twin-Plant Op- 
eration . . . Oct. 

Energy Problems Will Complicate Facility Planning 
o<on 

Facility Planners To Get More Aid from Multi-Bank 
Holding Companies (award-winning thesis) . . . 
Oct. 

Don’t Overlook Tax Aspects of Real Estate Disposition 
oo Sept. 

Labor Costs & Conditions in Four European Nations 
(France, Germany, Italy & U.K.) . . . Sept. 

Transfer of Employees Calls for Careful Planning . . . 
Sept. 

A National Policy Is Urgent for Orderly Economic 
Development (AIDC Viewpoint) . . . Sept. 

NMB (America) Inc. Compounds Six Ingredients for 
Growth . . . Aug. 

Renewed Lease on Life for EDA Is Boon to Economic 
Development (AIDC Viewpoint) .. . Aug. 

Revenue Bonds & Taxes in Financing New Plants... 
July 

Know Your Enemy —Fire! How To Prevent It or Stop 
It (second of two-part feature) ... May 

Finance Your Facilities Through Tax Planning... 
May 

International Joint Ventures Offer You Many Oppor- 
tunities (AIDC Viewpoint) . . . May 

Economic Development & Facility Planning Are Inter- 
dependent (AIDC) ... May 

Know Your Enemy—Fire! What It Is & What It Can 
Do (first of two-part feature) ... April 

Public Fire Protection Facilities Should Not Be Taken 
for Granted (Editorial) ... April 

Preplanning Pays Off in Singer Co. Expansion. . . 
April 

Weyerhaeuser Co. To Invest $28 million in 1973 Re- 
forestation Program . . . April 

Don’t Overlook Maintenance .. . April 

When You Build a Facility, You Create Economic 
Waves (General Electric Co.) . . . March 

How IBM Is Establishing New Office Facilities in a 
City’s Inner Core . . . March 

Be Sure To Ask Questions in Planning Office Facilities 
..» March 

Office Parks Offer Many Ownership/Leasing Options 
.. + March 

Leasing Shouldn’t Be Cheaper, But It Often 
March 

continued 
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Financing, Insurance & Costs continued 

Look at What Metal Building Systems Can Do For 
You... Feb. 

What To Do about Security at Your New Plant... . 
Feb. 

How Springs Mills, Inc. Expands to Indonesia . . . Feb. 

Oil Firm & Paper Mill Solve Waste Problem (Gulf Oil 
Canada & Weyerhaeuser Co.) . . . Feb. 


Foreign Plants 

International Nickel Co.’s Key to Facility Planning .. . 
Nov. 

Lack of Technical Workers Is No Obstacle to Picking 
Farm Area (Federal Die Casting Ltd.) . . . Oct. 

A Model for Selection of Plant Locations for Multina- 
tional Corporations . . . Sept. 

Labor Costs & Conditions in Four European Nations 
(France, Germany, Italy & U.K.) .. . Sept. 

NMB (America) Inc. Compounds Six Ingredients for 
Growth . . . Aug. 

MacMillan Bloedel Expands Conservation & Environ- 
ment Control Projects in Canada. . . Aug. 

Swiss Machine Factory Is An Aesthetic Asset (Heber- 
lein & Co.) .. . July 

An Industrialist Finds Happiness “Back on the Farm” 
(Star Plastics) ... July 

Trading Blocs . . . May 

International Joint Ventures Offer You Many Oppor- 
tunities (AIDC’s Viewpoint) . . . May 

Diversification Decides the Site (Low & Bonar Group 
of Flotex Ltd.) . . . April 

New Plant Locations Follow the Milky Way (L. E. 
Pritchitt & Co. Ltd.) ... March 

How Springs Mills, Inc. Expands to Indonesia . . . Feb. 


Government Aids & Controls 

The Energy Crunch Calls for Action on the Local 
Level (AIDC Viewpoint) . . . Dec. 

Energy Problems Will Complicate Facility Planning 
oo « Ott 

Energy Problems Cry Out for a Positive National Poli- 
cy (Editorial) . . . Oct. 

“School” Approach Can Help Solve Rural Develop- 
ment Problems (AIDC Viewpoint) .. . Oct. 

Don’t Overlook Tax Aspects of Real Estate Disposi- 
tion . . . Sept. 

A National Policy Is Urgent for Orderly Economic 
Development (AIDC Viewpoint) . . . Sept. 

Renewed Lease on Life for EDA Is Boon to Economic 
Development (AIDC Viewpoint) .. . Aug. 

Revenue Bonds & Taxes in Financing New Plants . . . 
July 

To Staff Your Plant, Emphasis Must Shift to Career 
Education . . . June 

You Should Support Technical Education (Editorial) 
... June 

The Case Against Zoning . . . May 

Finance Yovr Facilities Through Tax Planning . . . 
May 

Trading Blocs . . . May 

How State Agencies Can Help Corporate Facility Plan- 
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ners .. . May 
More Standardization Is Urgent (Editorial) . . . May 
What’s Wrong with the Occupational Safety & Health 
Act... April 


We Must Support All Efforts To Build More Power 


Plants Now (Editorial) ... Feb. 
Total Involvement Needed for Balanced Development 
* (AIDC Viewpoint) ... Jan. 


Landscaping & Site Preparation 

How Becton, Dickinson Achieved Four Major Objec- 
tives for Its New Research Center . . . Dec. 

Paint Plant Merits Community Welcome—(PPG In- 
dustries, Inc.) . . . Sept. 

Celanese Chemical Co. Plant Is So Impressive, Passing 
Motorists Are Awed.. . Aug. 

Hyland Laboratories Dares To Be Different . . . July 

Huge Plant Calls for Huge Planning (Union Carbide 
Corp.) .. . June 

Tupperware World Headquarters Personalizes Corpo- 
rate Image . . . May 

Philip Morris Inc.’s New Complex Is Only Half Built, 
Yet Already Imposing . . . May 

Open Parking Structure Gets Dramatic Fire Test 
(American Iron & Steel Institute) . . . April 

Litton ABS Emphasizes Preplanning Before Building 
Begins . .. Feb. 

Chrysler Corp. Designs Plant To Meet Specific Needs 
+ + 0a 

Steel Retaining Walls Can Convert Wasted Space into 
Valuable Usable Land... Jan. 


Legal Aspects 

International Nickel Co.’s Key to Facility Planning. . . 
Nov. 

How Samsonite Corp. Established Its Twin-Plant Op- 
eration . . . Oct. 

Don’t Overlook Tax Aspects of Real Estate Disposition 
... Sept. 

The Transfer of Employees Calls for Careful Planning 
oo « Sept. 

A National Policy Is Urgent for Orderly Economic 
Development (AIDC Viewpoint) . . . Sept. 

It’s High Time for Industry To Shout About the Good 
It Does (Editorial) .. . Aug. 

Revenue Bonds & Taxes in Financing New Plants. . 
July 

This Industrialist Likes Restrictions (Carpenter Shoe 
Co.) ... July 

How To Keep Profits from Floating Down the River by 
Liquid Recycling . . . June 

Know Your Enemy—Fire! How To Prevent It or Stop 
It (second of two-part feature) .. . May 

The Case Against Zoning . . . May 

Finance Your Facilities Through Tax Planning. . . 
May 

Trading Blocs . . . May 

Know Your Enemy—Fire! What It Is & What It Can 
Do (first of two-part feature) .. . April 

What You Don’t Know About Fire Doors Can Destroy 
Your Plant . . . April 

What You Should Know About Office Parks .. . 
March 
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Legal Aspects continued 

Be Sure To Ask Questions in Planning Office Facilities 
.. » March 

Office Parks Offer Many Ownership/Leasing Options 
... March 

Leasing Shouldn’t Be Cheaper, But It Often Is... 
March 


Natural Resources 

The Energy Crunch Calls for Action on the Local 
Level (AIDC Viewpoint) . . . Dec. 

International Nickel Co.’s Key to Facility Planning... 
Nov. 

How To Conserve Electric Energy & Reduce Costs... 
Nov. 

Energy Problems Will Complicate Facility Planning 
oo Oe 

Energy Problems Cry Out for a Positive National Poli- 
cy (Editorial) . . . Oct. 

MacMillan Bloedel Expands Conservation & Environ- 
ment Control Projects in Canada . . . Aug. 

How To Keep Profits from Floating Down the River by 
Liquid Recycling . . . June 

Preplanning Pays Off in Singer Co. Expansion... 
April 

Weyerhaeuser Co. To Invest $28 million in 1973 Re- 
forestation Program ... April 

We Must Support Efforts To Build More Power Plants 
Now (Editorial) . . Feb. 

Utilizing Utilities in Facility Planning . . . Jan. 


Personnel & Labor 

Develop Employee Action Rather Than Reaction 
(General Telephone & Electronics Corp.) . . . Dec. 

Pride of Workmanship Program Spurs Expansion 
(Chevrolet Motor Div. of General Motors Corp.) 
ee. 

Plan for Change in Your Facility . . . Nov. 

Sikes Corp. Puts Emphasis on Continuity in Planning 
..» Nov. 

How Samsonite Corp. Established Its Twin-Plant Op- 
eration .. . Oct. 

Create an Environment which Permits Workers “To 
Give a Damn” .. . Oct. 

Lack of Technical Workers Is No Obstacle to Picking 
Farm Area (Federal Die Casting Ltd.) . . . Oct. 
Labor Costs & Conditions in Four European Nations 

(France, Germany, Italy & U.K.) . . . Sept. 

Transfer of Employees Calls for Careful Planning. . . 
Sept. 

Let the Public Know How Much It Benefits from 
Your New Plant (Editorial) . . . Sept. 

NMB (America) Inc. Compounds Six Ingredients for 
Growth . . . Aug. 

Why Fellows Corp. Stayed in Town. . . Aug. 

What Decision Makers at Seven Leading Corpora- 
tions Say about Site Selection & Facility Planning 
(PPG Industries Inc., American Can Co., Western 
Eiectric Co., Ford Motor Co., Armco Steel Corp., 
Eastman Kodak Co., General Electric Co.) ... 
May 


JANUARY 1974 


What’s wrong with the Occupational Safety & Health 
Act... April 

Diversification Decides the Site (Low & Bonar Group 
of Flotex Ltd.) .. . April 

When You Build a Facility, You Create Economic 
Waves (General Electric Co.) . . . March 

Job Enrichment Needs Will Require Changes in 
Work Environments .. . March 

Personal Involvement Is Good Business (Editorial) . . . 
March 

An Industrial Giant Visits a Small Town (General 
Motors Corp.) . . . Feb. 


Pollution & Waste 


(See Environment) 


Professional Services 

How Becton, Dickinson Achieved Four Major Objec- 
tives for Its New Research Center . . . Dec. 

The Local Newspaper Can Be a Great Help in Facility 
Location . . . Dec. 

Don’t Be Duped by “Leaks” in Your Facility Decisions 
(Editorial) . . . Dec. 

Check Lists Are Effective Tools, But (Editorial) ... 
Nov. 

How To Conserve Electric Energy & Reduce Costs... 
Nov. 

The Big Challenge: Growth with Environmental Quali- 
ty (AIDC Viewpoint) . . . Nov. 

Facility Planners To Get More Aid from Multi-Bank 
Holding Companies (award-winning thesis) . . . 
Oct. 

Use Maps as Tools for Site Analysis . . . Oct. 

“Schoo!” Approach Can Help Solve Rural Develop- 
ment Problems (AIDC Viewpoint) . . . Oct. 

A Model for Selection of Plant Locations for Multina- 
tional Corporations . . . Sept. 

Transfer of Employees Calls for Careful Planning. . . 
Sept. 

A National Policy Is Urgent for Orderly Economic 
Development (AIDC Viewpoint) . . . Sept. 

Three-Dimensional Models Ease Equipment Placement 
(NMB-America Inc.) ... Aug. 

Renewed Lease on Life for EDA is Boon to Economic 
Development . . . Aug. 

This Industrialist Likes Restrictions (Carpenter Shoe 
Co.) ... July 

A Future of Change Faces Facility Planners (AIDC 
Viewpoint) .. . June 

What Decision Makers at Seven Leading Corporations 
Say about Site Selection & Facility Planning (PPG 
Industries Inc., American Can Co., Western Elec- 
tric Co., Ford Motor Co., Armco Steel Corp., East- 
man Kodak Co., General Electric Co.) . . . May 

How State Agencies Can Help Corporate Facility Plan- 
ners... May 

The AIDC Has Four Dimensions, Too (AIDC)... 
May 

Economic Development & Facility Planning Are Inter- 
dependent (AIDC) ... May 

Know Your Enemy—Fire! What It Is & What It Can 
Do (first of two-part feature) .. . April 

continued 
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Professional Services continued 

What You Don’t Know About Fire Doors Can Destroy 
Your Plant. . . April 

Public Fire Protection Facilities Should Not Be Taken 
for Granted (Editorial) ... April 

Open Parking Structure Gets Dramatic Fire Test 
(American Iron & Steel Institute) . . . April 

Don’t Overlook Maintenance. . . April 

Digital Equipment Corp. Prefers To “Let George Do 
It”... March 

What You Should Know About Office Parks ... 
March 

Be Sure To Ask Questions in Planning Office Facilities 
. » « March 

Office Parks Offer Many Ownership/Leasing Options 
. . «March 

Leasing Shouldn’t Be Cheaper, But It Often Is... 
March 

Administrative Changes Set for AIDC in June (AIDC 
Viewpoint) .. . March 

Look at What Metal Building Systems Can Do For 
You... Feb. 

How Will a Computer Fit into Your New Facility .. . 
Jan. 

Utilizing Utilities in Facility Planning . . . Jan. 

The Importance of Remembering Where You Read It 
(Editorial) .. . Jan. 


Public Relations & Advertising 

Plan for Change in Your Facility . . . Nov. 

Let the Public Know How Much It Benefits rom Your 
New Plant (Editorial) . . . Sept. 

It’s High Time for Industry To Shout about the Good 
It Does (Editorial) ... Aug. 

Morality Belongs in Facility Planning, Too (Editorial) 
... July 

Is Emotionalism Needed to Educate the Public on In- 
dustrial Growth? (AIDC Viewpoint) .. . July 

Personal Involvement Is Good Business (Editorial) .. . 
March 

An Industrial Giant Visits a Small Town (General 
Motors Corp.) . . . Feb. 


Recycling 
(See Environment) 


Security & Protection 

Loading Docks Merit Careful Consideration . . . Sept. 

Hyland Laboratories Dares To Be Different . . . July 

Know Your Enemy—Fire! How To Prevent It or Stop 
It (second of two-part feature) ... May 

Know Your Enemy—Fire! What It Is & What It Can 
Do (first of two-part feature) . .. April 

Public Fire Protection Facilities Should Not Be Taken 
for Granted (Editorial) . . . April 

Open Parking Structure Gets Dramatic Fire Test 
(American Iron & Steel Institute) . . . April 

What’s Wrong with the Occupational Safety & Health 
Act... April 

Preplanning Pays Off in Singer Co. Expansion . . . 
April 
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What To Do about Security at Your New Plant... 
Feb. 

Steel Retaining Walls Can Convert Wasted Space into 
Valuable Usable Land... Jan. 

How Will a Computer Fit into Your New Facility? . . . 
Jan. 


Site Selection 

The Local Newspaper Can Be a Great Help in Facility 
Location . . . Dec. 

Don’t Be Duped by “Leaks” in Your Facility Decisions 
(Editorial) . . . Dec. 

Burroughs Corp.’s Total Approach: Facility Preplan- 
ning, Regional Prescreening & Environmental Con- 
com ... Dee. 

How General Electric Co. Analyzes a New Plant Loca- 
tion (questionnaires, check lists) . . . Nov. 

Check Lists Are Effective Tools, But (Editorial) ... 
Nov. 

Lack of Technical Workers Is No Obstacle to Picking 
Farm Area (Federal Die Casting Ltd.) . . . Oct. 

Use Maps as Tolls for Site Analysis . . . Oct. 

“School” Approach Can Help Solve Rural Develop- 
ment Problems (AIDC Viewpoint) . . . Oct. 

A Model for Selection of Plant Locations for Multina- 
tional Corporations . . . Sept. 

Company’s Name Dictates Selection of Site (D. L. 
Blair Corp.) . . . Sept. 

NMB (America) Inc. Compounds Six Ingredients for 
Growth . . . Aug. 

An Industrialist Finds Happiness “Back on the Farm” 
(Star Plastics) .. . July 

Morality Belongs in Facility Planning, Too (Editorial) 
oo cay 
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